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BY OVERNIGHT DELIVERY 

Gregory N. Connolly, D.M.D., M.P.B. 

Director, Massachusetts Tobacco Control Program 
Massachusetts Department of Public Health 
250 Washington Street, Fourth Floor 
Boston. Massachusetts 02108 


Dear Dr. Connolly: 

On November 5, 2001, Philip Morris Incorporated (“Philip Morris") 
received a revised list of sub-brands for testing of pH on a puff-by-puff basis. The 
revised list, provided by Mr. Jeff Wayne of the Massachusetts Department of Public 
Health, includes 3 sub-brands from each Philip Morris brand style having a national 
market share of 3% or more and therefore comports with the requirements of CMR 
660.102(B)(5). Philip Morris understands that the revised list of sub-brands supercedes 
the list previously designated for pH testing by the Massachusetts Department of Public 
Health on March 15, 2001. 

As of November 5. 2001, the list of sub-brands that Philip Morris is to test 
for pH on a puff-by-puff basis is; 


Marlboro KFHP LI 
Marlboro KFHP Lt MEN 
Marlboro KFHP Mild MEN 

Basic 100 FHPULMEN 
Basic 100 FSP UL 
Basic 100 FSP Lt MEN 

Thank you for your prompt attention to the need for a revision to the list of 
sub-brands to be subjected to pH testing. 
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Source: https://www.industrydocuments.ucsf.edu/docs/nplk0001 
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The complete name, title, business address and telephone number of the 
person designated by Philip Morris as the DPM contact person for inquiries related to 
105 CMR 660,000 et seq, follows. 


Dr, Jane Lewis 

Vice President. Scientific Technical Services 

Philip Morris Research, Development & Engineering 

2000 Belts Road 

Gate S/Door 100 

Richmond, Virginia 23234 

(804) 274-4404 


Please acknowledge your receipt of this letter by signing and returning 
one copy in the pre-addressed, postage paid mailer provided for your convenience. 

Sincerely, 

Philip Morris Incorporated 

By: ^ r^<— } _ 

Title: 1 / Ct'c. / i 

ACKNOWLEDGMENT OF RECEIPT 
Commonwealth of Massachusetts 

By: _ 

Title:_ 
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